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DotSulock [dsulock@unca.edu] 

9/14/2017 9:43:07 PM 

Regan, Michael S [/o=ExchangeLabs/ou=Exchange Administrative Group 
(FYDIBOHF23SPDLT)/cn=Recipients/cn=be7cdffad666484fbbce36570340f33b-msregan] 
contactgov [/o=ExchangeLabs/ou=Exchange Administrative Group 

(FYDIBOHF23SPDLT)/cn=Recipients/cn=7ce8741105614afe8a8cc762547a4b2c-contactgov] 
401 permit 


Please deny the 401 water certification permit. This pipeline is not needed and is an obstacle to the 
renewable energy that can provide energy, jobs, and economic growth. 

Dot Sulock 
18 Beaverdam Knoll 
Asheville, NC 28804 



